1994 Annual Editorial Index 


Feature-length articles that appeared in Gass INDusTRY issues. 
Classifications indicate the major subject area of each article. 


Title Issue 


ANNEALING/STRENGTHENING 
What Tempering Customers Want 
Annealing/Strengthening Equipment Exhibit in Print 


BATCHING 

Quality Glass Production Begins in the 
Batching System 

Batching Equipment Exhibit in Print 

Batch Chargers Often Overlooked in 
Enhancing Furnace Performance 


DECORATING 
SGCD Celebrates 30th Anniversary Seminar 
SGCD Annual Seminar Focuses on 

Decorating in a Changing World 
Preview of SGCD Exhibitors 
Decorating Lehrs: The Decorator’s Final Signature 
SGCD Holds Successful Meeting in New Orleans 


Title Issue Page 


ECONOMICS 
Industry Outlook for 1994 
Industry Leaders See Spark Turning to Possible Flame 
How to Control Workers’ Comp Costs 
How the Industry Fared in 1993 
Global Outlook for Reinforced Glass 
Composites Is Strong 


ENERGY/ENVIRONMENT 

Several Factors Are Fueling the Movement 
in Oxygen Firing Conversion 

Oxy-Fuel—Niche Solution or Trend? (Part I) 

Oxy-Fuel—Niche Solution or Trend? (Part I) 

Minimizing NOx Emissions Through 
Improved Oxy-Fuel 

Pollution Control Equipment Exhibit in Print 

Managing Solid and Hazardous Waste 

All in the Environment—The Lead Ban 

and Other Acts of Congress 








K ‘Karb 


: sobs ee sade We da Phen ty tty ng ee 
4500°F FOUGH SOLUTION 
CARBON-CARBON FIBER REINFORCED 
STRUCTURAL GRAPHITE 


OFF-THE-SHELF PRODUCT 
¢ sheet stock « angles « bars « threaded and 
non-threaded « rod stock « disk stock 


SPECIALTY INVENTORIES 
¢ handlingtongs « take out inserts 
¢ lehr bar stacker pads « pusher bars 


¢ pocket guides « sweepouts 
¢ gob interceptors and distributors 


SPECIALTY FABRICATION 


¢ fasteners « bushings« seals 
¢ rollers « nozzles 


Call K-Karb sales at (510) 562-2456 extension 240 or 
FAX (510) 568-6420 for a brochure and free sample. 
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Title 

How to Control Emissions on a Container 
Melter Through Oxy-Fuel Firing 

How to Better Understand NOx Requirements 

Can Partial Conversion to Oxy-Fuel Combustion 
Be a Solution to Furnace Problems? 


FABRICATION 
Bent Glass Has Gone Through a Three Stage Development 
Fabrication Equipment Exhibit in Print 


FORMING 


Forming Equipment Exhibit in Print 


MARKETING 

The Globalization of Glass: An Act of Survival 

The Finnish Glass Industry 

The Composites Industry: 
A Look at Its Past and Future 

U.S. Market Shift Sees Demand Increase 
Pressuring Supply 

Export Markets Driving Soda Ash Growth 


MATERIALS 
Conveyor Options for Material Transport 
Electrostatic Precipitator Dust—Waste Product 
or Useful Batch Material? 
Export Markets Driving Global Soda Ash Growth 
What Role Does Batch Sulfate Play in the 
Production of Float Glass? 
How Cullet Can Be Used Effectively As a Raw Material 


MEETINGS/SHOWS 
Glass Problems Conference Draws 550 
to Annual Meeting 
SGCD Celebrates 30th Anniversary Seminar 
Glassman Asia °94 Preview 
Exhibitor’s Offerings at Glassman Asia 94 
SGCD Annual Seminar Focuses on Decorating 
in a Changing World 
Preview of SGCD Exhibitors 
Conference on Glass Problems Set for November 8-9 
Glastec 94 Being Held in 
Dusseldorf, Germany, November 1-5 
Glastec 94: A Preview of What Exhibitors Will 
be Displaying in Dusseldorf 
SGCD Holds Successful Meeting in New Orleans 


MELTING 
Several Factors Are Fueling the Movement 
in Oxygen Firing Conversion 
Oxy-Fuel—Niche Solution or Trend? (Part I) 
Combustion Equipment Exhibit in Print 
Oxy-Fuel—Niche Solution or Trend? (Part I) 
How a Mass Heat Extractor Can Increase 
the Pull Rate of a Forehearth 
Can Partial Conversion to Oxy-Fuel Combustion 
Be a Solution to Furnace Problems? 


PROCESS CONTROL 


How Accurate is that Infrared Thermometer? 
Process Control Equipment Exhibit in Print 
How Motion Analysis Can Help Ensure Consistency 


QUALITY CONTROL 

New Quality Control System Uses Lehr Alarm 
For Quick Response 

Quality Control Exhibit in Print 


REFRACTORIES 
Refractory Products Exhibit in Print 
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Fluorspar 


Seaforth imports, processes and dis- 
tributes the finest quality fluorspar 
from it’s East Liverpool, Ohio plant. 
It meets the exacting standards of 
the ceramic and glass industries. 


Call For Information: (800) 292-9022 











3690 Orange Place, Suite 495 

Cleveland, Ohio 44122 USA 
4 (216) 292-5820 

FAX (216) 292-1033 
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Glass | 
International 


Provides the following services 


Glass Plant Designs 
Furnace Design & Engineering 
e Electric 


e Fossil Fuel 
Plant & Furnace Start-Up 
Giass Engineering & Consulting 
Supplier of Specialized Production 
Equipment & Controls 
Specializing in: 
e Glass Fiber Plants 
e Continuous 
e insulation 
e Glass Blocks 
e Glass Foam 
e Glass Level Control 


GLASS INCORPORATED INTERNATIONAL 


5154 “F” Street - CHINO, CALIFORNIA 91710 
Tel: (714) 627-7656 FAX: (714) 6286-1402 
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